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MEMBER  OF  FEDERAL  RESERVE  SYSTEM 


Bank  of  North  America  &Trust  Company 


CITY  HALL  SQUARE 

AND 


307  CHESTNUT  ST. 


Philadelphia 

CAPITAL  AND  SURPLUS 
$  I O  OOO  OOO 


December  8,  1927. 


Mr.  Henry  Chapman 
333  So.  16th  St. 
Philadelphia,  Pa. 

Dear  Sir: 


We  have  to  advise  that  according  to  our 
records  your  account  appears  to  be  overdrawn  §4.06, 
at  the  close  of  business  December  7,  1927. 


JSA:BB 


A: 


S.  ADAMS 

istant  Treasurer 
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Bank  of  north  America  &  Trust  Cci^a^k, 

P.  O.  Box  1  342  /'■'r' 

PHILADELPHIA,  PENNA.  I, 

U8-PM  >) 
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Mr.  Henry  Chapman 
333  So.  16th  St. 
Philadelphia,  Pa. 
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MEMBER  OP  FEDERAL  RESERVE  SYSTEM 


CITY  HALL.  SQUARE 

AN  D 

307  CHESTNUT  ST. 


BankofNorth  America &Trust  Company 

Philadelphia 

capit. 

$  i 

December  13,  1927. 


Mr.  Henry  Chapman 
333  So.  16th  St. 
Philadelphia,  Pa. 

Dear  Sir; 


We  have  to  advise  that  according  to  our 
records  your  account  appears  to  be  overdrawn  $63.77, 
at  the  close  of  business  December  12,  1927. 


L  AN  D  SURPLUS 
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Mr.  Henry  Chapman 
333  So.  16th  St. 
Philadelphia,  Pa. 
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Book  o\  MorAU  f\^JLr>Ca  +■  Tr\jJ+  Co.  Dece 


180-3-27 


CHARGE 

DATE  12.19.27 


Henry  Chapman 


Bank  of  North  America 
and  Trust  Company 
PHILADELPHIA 


WE  HAVE  CHARGED  YOUR  ACCOUNT  WITH  THE  TOTAL  OF  ITEMS 
ENCLOSED 


Date  deposited 

Drawn  on 

Reason 

Amount 

12.15.27 

Post  Office 

3ig.  of  payee 
not  on  voucher 

1.2  5 

YOURS  TRULY 

Ac. . . 

CONT 

N  UOUS  INTER  FOLDED-PAT.  APRIL  21.192  5. 

jlpD.DT  AMERICAN  SALES  DOOK  CO.,  J^AGARA FALLS. 
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